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2.31 ( e K 2 ) 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC). 

(2) A rationale for involving animals, and for the appropriateness of the species and numbers of animals to be used; 


*** The Justificatio n for the number of animals that is approved for protocol 
protocoh^^"^^ for clarification. 
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